UNIVERSITY OF CENTRAL FLORIDA 

Division of Student Development and Enrollment Services 
Office of Student Conduct 


July 13,2018 

Fraternity Delta Sigma Phi 

c\o Michael Bonene, Chapter President 

Regarding Case Number: 2018028401 


Member of the Iota Epsilon Chapter of Delta Sigma Phi Fraternity: 

I have reviewed the information presented at your Interim Suspension hearing held on Friday, July 13, 2018. As 
the Interim Suspension Hearing Officer, I hereby inform you that you will remain on interim suspension until 
such time that the Title IX Investigative process through the Office of Institutional Equity concludes and 
forwards the findings of the investigative summary to the Office of Student Rights and Responsibilities and 
T-it tudent Conduct for further review. Following the review of the investigative summary by the Deputy 
Title IX Coordinator, Iota Epsilon Chapter of Delta Sigma Phi Fraternity will be notified of the next steps of the 
Organizational Conduct Review process and the continuance of the Interim Suspension status. 



Brian Boyd 

Interim Suspension Hearing Officer 


P.0 Box 163655, Orlando FL 32816-33655 407.823.4638 • Fax: 407.823.4544 • Web: osc.sdes.ucf.edu/ 



